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. SPECIAL MEETING OF THE 
AD HOC REQUIREMENTS COMMITTEE ON PROJECT AQUATONE {ARC) 
Minutes of Meeting Held in Room 538 
Matomic Building, Central Intelligence Agency 
at 16:06 a,m,, 14 May 1987 
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| Major Donald Conroy, USMC 
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| Test Photo Coverage in the United States 
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